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VISCOUNT AND VISCOUNTESS WILLINGDON 


F. L. HOWELL, Chairman of the Board, 


BOARD OF EDUCATION 
Windsor, Ontario 


F. L. HOWELL - - - Chairman 

DR. C. R. WEBER* - Vice-Chairman 
F. W. BEGLEY* GORDON H. FULLER 
H. E..GUPPY FRANK HARDING 
MRS. GORDON A. KERR MRS. L. A. KILLEN 
A. L. MASON P, P. McCALLUM* 
H. J. NEAL N, L, SPENCER 
Cc, D. FERRARI A. F. FUERTH 


*Chairmen of Committees, 
OFFICIALS 
A. G. HOOPER, M.A., Supervising Principal 
T. ROY NOBLE, B.C.S., Seeretary-Treasurer 


lL, HYTTENRAUCH, M.D, C. E. BIEHN, D.D.S, 
SCHOOL MEDICAL OFFICER SCHOOL DENTAL OFFICER 
G. S$. ADAMS ROBERT REID 
SUPT, MAINTENANCE ASST. SEC,-TREAS, 
E. T. HOWE H. WHORLOW BULL 


SCHOOL ATTENDANCE OFFICER DIRECTOR OF MUSIC 


THE LATE HON. W. C. KENNEDY, P.C., M.-P. 


BRIEF HISTORY OF THE LATE 
HON. W. C. KENNEDY 


HE Honourable William Costello Kennedy was born in Ottawa, August 

27th, 1868. When he was two years of age, his parents moved to 
Toronto, where their son, who was to become so useful a member of Cana- 
dian society, attended the Separate Schools, later graduating from De La 
Salle College. 


Mr. Kennedy’s first business experience was gained through several 
years’ association with the London and Canadian Loan Agency Co. Ltd. at 
Toronto. In the year 1898, at the age of twenty-nine, he moved to Walker- 
ville, where for a time he was employed with the Walker Oil Co. Ltd. This 
connection he severed to become Secretary of the Windsor Gas Co. Ltd., of 
which he became President upon the death, in 1908, of the late Dr. King. 
Four years later, after selling out all interest in the Gas Co., Mr. Kennedy 
decided to devote the rest of his life to his other business interests and to 
public service. 


In 1914 he became a Separate School representative on the Board of 
Education, A year previous to this Mr. Kennedy had been the Liberal 
nominee for the House of Commons, the election, however, being post- 
poned by the Great War until 1917, when he was elected for North Essex. 
In 1921 he was again elected to Parliament, and this time was honoured by 
an apnointment as Member of the Privy Council, and Minister of Railways 
and Canals, under the King administration. 


The Honourable W. C. Kennedy Collegiate Institute will perpetuate 
and honour the memory of a pioneer leader in the educational, business, 
and civic life of the city, and a distinguished Canadian Statesman. 
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The Maple Leaf Forever... COLLEGIATE CHORUS 
Presentation of Golden Key to Viscount Willingdon at Door. 
by CHAIRMAN F. L. HOWELL 


BEDE. as iradssnerhearsieslelpptenttaneesSirest ie VISCOUNT WILLINGDON 


Unlocking of Door... VISCOUNT WILLINGDON 
Party now proceeds to Gymnasium after brief inspection of School. 


FRED L, HOWELL, Chairman 


REV. CANON HARDING 
REV. FATHER J. A. ROONEY 


TM ViOCAtIOM secsisscsescascevecceescesse 


Presentation of flowers to Viscountess Willingdon 
HELEN AILEEN HOOPER 


Ol Canada... susianctasnsananariaimaciacanenior ASSEMBLY 
PUREE OSES: «--vcconsetebenmempetanbumerrenn: Chairman FRED L. HOWELL 
PLU ORS cor ccrantateowien His Worship MAYOR C, E, JACKSON 
PASTOR tir cponslecuscinssunisocivereediep aaa JUDGE J. J. COUGHLIN 


(Presenting Viscount Willingdon) 
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Governor-General of Canada. 
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i DESCRIPTION 


HE Architectural style of the new Collegiate is based on the Archi- 

tecture that prevailed in England, when education first received 

its great impetus. It is not strictly Gothic, but Gothic combined with a 

Tudor influence. No effort was made to force the Architecture to suit 
¥ the present day requirements of a Collegiate. On the other hand, the 

| | practical needs were provided for externally in a natural and logical 
fashion. For instance, the four circular towers on the corners of the 


\\ PHYSICS LABORATORY 


r Pre 
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IN OF SCHOOL 


Gymnasium are access staircases leading from locker rooms to the 
larger apartments above; while the upper parts of these towers are 
used as exhaust ventilators. The same applies to the three oriels on 
the front elevation. These windows light the most important room 
in the School, viz., the Library. The three arches below these oriels 
are not only decorative but improve the lighting in the entrance 
rotunda. The aim was to avoid elaboration by detail and to rely on 
the massing of parts for effect. 
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THE WORK OF THE SCHOOL 


THE Honorable W. C. Kennedy Collegiate was opened on Sep- 
tember 3rd, 1929, with an enrollment of 640 pupils and a staff of 
20 teachers. The classrooms are all of standard size, each room pro- 
viding seating accommodation for 39 pupils. The rotary system is 
in vogue in this school—the classes moving from room to room at 
the end of each 40 minute period. There are eight such periods in 
the school day. 

The Science Laboratories provide a special feature of this school. 
All four laboratories are larger than the standard size and all are 
equipped with adjustable chairs or stools. This enables them to 
be used as classrooms when occasion demands. Both the Chemistry 
and Physics Laboratories have equipment rooms and lecture rooms 
adjoining. The Biology Laboratory has a very fine Conservatory 
for experimental work. 

The Library—the most beautiful room in the school—is used as 
a study room throughout the day, under the supervision of a teacher. 
The large Gymnasium (seating capacity 2200) and the Swimming 
Pool, together with the fine Stadium and Athletic Field at the rear 
of the school, will afford athletic advantages unequalled in the 
Province. An excellent Cafeteria capable of accommodating 500 
students at one time, occupies the third floor. 

The Staff is composed of experienced teachers of proyen ability. 
Practically all are specialists in their various departments. The 
personnel of the staff is as follows: 


A. G. Hooper, M.A., Miss Grace Hamilton, B.A,, 
Principal (Classics) (Physical Culture) 

G. S$. Campbell, B.A., Miss Cora Hewitt, B.A., (English) 
Vice-Principal (Mathematics) Miss Dorothy Hope, B:A., (English) 

Miss S. K. Bristol, B-A., (Moderns) Miss May Hutchinson, (English) 


Miss M. Kirkland, B.A., (Latin) 
F. BD. Knapp, B-.A., (French) 
Miss L. Lloyd, M.A., (Classies) 


John Comrie, M.A., (English) 
Miss Norah Cleary, B.A., (French) 


Beats meno Bit, Miss A. Noonan, M.A., (History) 
(Physical Culture) W. M. Ryan, B.A., (Art) 

R. R. Deagle, B.A., (Geography) Miss G. ay BA 

W. H. Downey (Mathematics) (Mathematics) _ 

J. Harold Fox, M.A., (Science) Miss C. Vrooman, M.A,, 

A. F. S. Gilbert, B.A., (Science) (Mathematics) 


ARCHITECTS 
D, J. CAMERON and W. RALSTON 
CONTRACTS 


General 
Plumbing...... 
Heating and Ventilating.....4.-..0.. Drake Avery Co. Ltd. 
PELE CELICALS .ccveesvacsosnenaeonsoguesscesenesgerareenvasenntcenetchisioneys G. S. Whelpton 
Stadium & Playing Field..The Gosselin Construction Co, Ltd. 
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STAFF OF THE KENNEDY COLLEGIATE 
Back Row—Miss L. Lioyd, M.A., J. H. Fox, M.A., Miss M, Kirkland, B.A., A. F. S. Gilbert, 
B.A., Miss D. Hope, B.A., Miss S. Bristol, B.A., Miss E. G. Stewart, B.A., W. H. Downey, 
Miss C. Vrooman, M.A., Miss E. Rock (Secretary), Miss G. Hamilton, B.A., J. Comrie, M.A. 
Front Row—H. Crighton, B.A., Miss M. Hutchinson, F. D. Knapp, B-A., Miss A. Noonan, 
M.A., G. S. Campbell, B.A., (Vice-Principal), A. G. Hooper, M.A., (Principal), Miss Cy 
Hewitt, B.A., R. R. Deagle, B.A., Miss N, Cleary, B.A., M. W. Ryan, BA. 7 _ 
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